BEDDING DETENT BALL 


SINGLE SHOT 




REPLACEMENT PARTS 

Parts may be identified by name and location from 
the Sectional View. When ordering parts, specify 
model name, part name and number. Parts will be 
shipped as ordered but, since they are made to dose 
dimensions, the particular part may require slight 
adjustment or fitting to assure proper functioning 
of the arm. 


REMINGTON ARMS COMPANY, INC. ® llion, N.Y., U.S.A. 

" RANGEMASTER" is Reg. U. S. Pat. Off. by Remington Arms Company, Inc., Bridgeport 2, Conn. 
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MODEL 

IX 


R emin gton. 


Match 

Rifle 


COMPONENT PARTS PRICE LIST 

BOLT ACTION — SINGLE SHOT 
CALIBER — 22 Long Rifle only — RIM FIRE 

S2 {without sights) — Standard Barrel Grade — SI (with sights) 
H2 (without sights) — Heavy Barrel Grade —HI (with sights) 
ALWAYS ORDER COMPONENTS BY PART NUMBER AND PART NAME 


Part No, 


NAME OF PART 


List Price 


Part No. 


NAME OF PART 


List Price 


22531 

22530 

16194 

19766 

17002 

23220 

19774 

19775 
23000 


19776 

22535 


22545 

19770 
17018 
19787 

19782 
22030 
17038 
17014 

19783 
17810 
17580 
19461 

19785 

19786 

19771 

19772 
17667 
17573 
22550 
22555 

17022 

23321 

22037 

18457 

16206 

16207 

23005 


19792 

19793 

19794 
19798 


Barrel Assembly, S2 GRADE (includes Barrel, Barrel 
Bracket, Receiver) 


Barrel, $2 GRADE 

Barrel, H2 GRADE.... 

Barrel Bracket 

Bedding Detent Ball. 


Bedding Escutcheon Assembly (includes Bedding Detent 
Ball, Bedding Detent Spring, Bedding Escutcheon, 


Bolt Assembly (includes Bolt Body Assembly, Firing 
Pin Assembly, Bolt Head, Bolt Pin, Extractor, Right; 
Extractor, Left; Extractor Plunger, Extractor 

Springs (2) ) 20.00 

Bolt Body Assembly (includes Bolt Body, Bolt Handle) 9.00 

Bolt Head 4.50 

Bolt Pin 

Bolt Plug 

Bolt Stop 

Bolt Stop Pin .. 

Bolt Stop Release 

Bolt Stop Spring 

Butt Pad 

Butt Pad Screw 

Center Guard Screw 

Connector : 

Ejector. 

Ejector Screw 

Extractor, right 

Extractor, left 

Extractor Plunger 

Extractor Spring 

Firing Pin 

Firing Pin Assembly (includes Bolt Plug, Firing Pin, Fir- 
ing Pin Cross Pin, Firing Pin Head, Main Spring) 

Firing Pin Cross Pin 

Firing Pin Head 

Front Guard Screw 

Front Sight, SI, HI GRADE (see Mfg. List Price) 
(Redfield Olympic #1 with 10 inserts) 

Front Sight Base, SI GRADE (Redfield — See Mfg. 

List Price) 

Front Sight Base, HI GRADE (Redfield — See Mfg. 

List Price) 

Front Swivel Assembly (includes Front Swivel, Front 
Swivel Base, Front Swivel Bushing, Front Swivel 
Block, Front Swivel Nut, Front Swivel Screw, Front 

Swivel Washer) 2.40 

Front Swivel 50 

Front Swivel Base 90 

Front Swivel Base Screw 20 

Front Swivel Block 90 


.35 

1.50 
.35 
.20 
.20 
.20 

2.00 

.20 

.20 

.60 

1.20 

.20 

.35 

.60 

.20 

.20 

2.10 

5.50 
.20 
.90 
.20 



19795 

Front Swivel Bushing 

$ .35 

$40.00 

19796 

Front Swivel Nut.... 

.50 | 

45.00 

19797 

Front Swivel Screw 

20 1 

25.00 

18870 

Front Swivel Washer 

20 

27.50 

19781 

Main Spring 

35 

.90 

22036 

Rear Guard Screw 

20 

.20 

19767 

Receiver 

14.00 1 

.20 

18460 

Receiver Sight, SI, HI GRADE 


.50 


(Redfield — See Mfg. List) 


i 

18845 

Receiver Sight Base, SI, HI GRADE 

| 



(Redfield — See Mfg. List) 


’ .80 

16113 

Receiver Filler Piece 

35 

.35 

16114 

Receiver Filler Spring 

35 


17034 Receiver Plug Screw .20 

17040 Safety 80 

23222 Safety Detent Ball 20 

17042 Safety Detent Spring 20 

17043 Safety Pivot Pin 20 

17044 Safety Snap Washer 20 

22045 Sear and Safety Cam Assembly (includes Safety, 

Sear Cam) 1 .50 

22031 Sear Pin .20 

17047 Sear Spring 20 

16201 Stock, S2 GRADE (includes Butt Pad, Butt Pad Screws 

(2), Stock) 27.50 

22580 Stock, H2 GRADE 30.00 

23815 Stock Assembly (H2) (includes Bedding Escutcheon 

Assembly, Butt Pad, Butt Pad Screw, Front Swivel 
Assembly, Front Swivel Base Screw, Stock (H2) ) 33.50 

23816 Stock Assembly (S2) (includes same as H2) 31.00 

16204 Telescope Base, Front, S2 GRADE 

(Redfield — See Mfg. List Price) 

18844 Telescope, Base, Front, H2 GRADE 
(Redfield — See Mfg. List Price) 

18843 Telescope, Base, Rear (Redfield — See Mfg. List Price) 

1 6205 Telescope Base Screw, S2 GRADE 

(Redfield — See Mfg. List Price) 

1 8842 Telescope Base Screw, H2 GRADE 
(Redfield — See Mfg. List Price) 

19450 Trigger 90 

23221 Trigger Adjusting Ball 20 

19921 Trigger Adjusting Screw 90 

22765 Trigger Assembly (includes Bolt Stop Pin, Bolt Stop 
Release, Connector, Safety, Safety Detent Ball, 

Safety Detent Spring, Safety Pivot Pin, Safety Snap 
Washer, Sear and Safety Cam Assembly, Sear Pin, 

Sear Spring, Trigger, Trigger Adjusting Ball, 
Trigger Adjusting Screw, Trigger Housing Assem- 
bly, Trigger Pin, Trigger Spring, Trigger Stop Screw) 10.00 
22760 Trigger Housing Assembly (includes Trigger Housing 

Spacers (3), Trigger Side Plates (2) ) 3.00 

22032 Trigger Pin 20 

19927 Trigger Spring 20 

17053 Trigger Stop Screw 20 

22016 Trigger Guard 1.20 

17055 Trigger Guide Plate 20 


DELIVERIES ARE F.O.B. ILION, N.Y. — -NO SINGLE PARTS SHIPMENT LESS THAN 35 CENTS 
Prices subject to change without notice 


RF-24 

Effective August 1, 1956 


Send all guns for factory service and inquiries on service and parts to 

REMINGTON ARMS COMPANY, INC. 

Arms Service Division 
ISion, New York 

Ail other inquiries are to be addressed to 

REMINGTON ARMS COMPANY, INC. 
Bridgeport, Connecticut 


PRINTED IN U. S. A. 








